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DRAFTED BY: OPIC/T : HERMAN KATZ:VLA 
APPROVED BY: EB/IFD/OIA-KENNEDY 
OPIC/GC : SFR ANKLIN (INFO) 

OPIC/T :PMULLER 
EB/IFD/OI A : WHCOURTNE Y 
EB/IFD/OIA-TB RODERICK (INFO) 

NEA/INS-D KUX 

126631 

R 192203Z APR 74 
FM SECSTATE WASHDC 
TO AMEMBASSY NEW DELHI 

UNCLAS STATE 080296 

E.O. 11652: N/A 
TAGS: E/GEN 

SUBJECT: COOLEY LOAN 386-E-186 - MYSORE LAMP 

MR. EBB OF THE GENERAL ELECTRIC COMPANY PHONED OPIC REQUESTING 
OUR CONSENT TO THEIR SELLING THEIR EQUITY INTEREST IN THE SUBJECT 
COMPANY TO A BRITISH COMPANY, COMPTON GREAVES LTD. WE ADVISED 
HIM THAT WE WOULD CONSIDER SUCH A DIVESTMENT OF INTEREST 
ONLY WITH AN UNCONDITIONAL GUARANTY OF PAYMENT BY G.E. FOR THE 
REMAINING BALANCE OF THE LOAN. THE PRESENT LOAN IS TOTALLY 
UNSECURED. 

G.E. WILL AGAIN BE CONTACTING US WITHIN THE NEXT TEN DAYS. RUSH 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: SALES, COOLEY LOANS, FOREIGN INVESTMENTS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 19 APR 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE080296 

Document Source: CORE 

Document Unique ID: 00 

Drafter: OPIC/T:HERMAN KATZ:VLA 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740092-0804 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740428/aaaaaypp.tel 

Line Count: 49 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN OPIC 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: garlanwa 
Review Comment: n/a 
Review Content Flags: 

Review Date: 15 OCT 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <15 OCT 2002 by shawdg>; APPROVED <27 DEC 2002 by garlanwa> 

Review Markings: 
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30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: COOLEY LOAN 386-E-186 - MYSORE LAMP MR. EBB OF THE GENERAL ELECTRIC COMPANY PHONED OPIC REQUESTING 
TAGS: EGEN, IN, US, UK, GENERAL ELECTRIC CO, COMPTON GREAVES LTD 
To: NEW DELHI 
Type: TE 
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